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Director, Foreign Broadcast 
Information Service 


FBIS-0087/85 
1 March 1985 


STAT 

STAT 


Deputy Director for 
Science and Technology 
Boon 6E45, Headquarters 

The attached is in response 
to a request from US I A as to what 
institutions in the U.S. receive 
FBIS reports on foreign broad- 
casting. As indicated, the list 
is partial and only covers sub- 
scriptions to the Daily Report. 


Attachment : Memo for Mr. Dennis Gombert, Chief, US I A Foreign Media Analysis; 
Subj : Institutes in the U.S. Receiving FBIS Reports. 
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